Pima Hall, Women's Cooperative Dormitory 

UNIVERSITY OF ARIZONA 

TUCSON 

Built in 1940. Based on friendly cooperation 
and careful planning, it is operated as an 
active unit of the University dormitory system 
by its thirty-one self-governing residents. 
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